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REPORT OF “TAR”, NICOTINE AND CARBON MONOXIDE CONTENT 
OF THE SMOKE OF 208 VARIETIES OF DOMESTIC CIGARETTES 

March 1983 


The Federal Trade Commission's Laboratory has determined the 
“tar" (dry particulate matter), total alkaloid (reported as nicotine) and 
carbon monoxide content of 208 varieties of cigarettes. The 
Laboratory utilized the Cambridge filter method with the following 
specifications as set forth in the Commission’s announcement of 
July 31, 1967 and July 10, i960: 

1. Smoke cigarettes to a 23 mm. butt length, or to the length of 
the filter and overwrap plus 3 mm. If In excess of 23 mm. 

2. Ease results on a test of approximately 90 cigarettes per 
brand, or type. 

3. Cigarettes to be tested will be selected on a random basis, as 
opposed to "weight selection". 

4. Determine particulate matter on a "dry” basis employing the 
gas chromatography method published by C. H. Sloan and 
B. J. Sublett in Tobacco Science 9, page 70,1965, as modified 
by F. J. Schultz' and A. W. Spears’ report published in 
Tobacco, Voi. 162, No. 24, page 32, date June 17,1966, to deter¬ 
mine the moisture content. 

5. Determine and report Ihe “tar” content after subtracting 
moisture and alkaloids (as nicotine) from particulate matter, 

G. Carbon Monoxide is determined by non-dispersal infrared 
spectrophotometer. 

Concerning the 206 varieties tested, 15 were capable of being 
smoked to 23 mm. The butt length of the other 193 varieties tested 
ranged from 24.3 mm. to an average of between 40.3 to <4.0 mm. The 
butt length of 169 of the 208 varieties tested exceeded 30 mm. 

The samples used were obtained by attempting to purchase two 
packages of each variety of cigarettes as distributed by domestic 
cigarette manufacturers during December 1981 through February 
1982 in each of 50 geographic locations throughout the country. Not 
all varieties of cigarettes were available in each of the 50 geographic 
locations and In these instances, one or more additional packages of 
cigarettes were purchased in those geographic locations where 
respective varieties were available. The samples utilized in the tests 
were representative of the 208 varieties of cigarettes as available 
throughout the country at the time of purchase. 

In the table listing the cigarette varieties in alphabetical order the 
“tar" and carbon monoxide content is reported to the nearest 0.1 
milligram and the nicotine to the nearest 0.01 milligram, each with 


appropriate statistical values. The average weight Is reported in 
grams per cigarette and the butt length range to the nearest 0.1 
millimeter. In ail other fables the average weight and but! length col¬ 
umns and the figures representing the standard deviation of the 
mean have been eliminated. The "tar” and carbon monoxide figures 
have been rounded to the nearesl milligram {0.5 milligrams find 
greater rounded up, 0.4 milligrams and less rounded down) and the 
nicotine figures have been rounded to the nearest tenth of a 
milligram (0.05 milligrams and greater rounded up, 0.04 milligrams 
and less rounded down). Three tables respectively list varieties In In¬ 
creasing order of "tar” values, in increasing order of nicotine values 
and in increasing order of carbon monoxide values. Accordingly, 
"tar", nicotine and carbon monoxide figures In the tables represent 
rounded off averages without indication of their precision. 

It should be noted that cigarette brands with assay results for 
"tar” and carbon monoxide below 0.5 mg. per cigarette and tor 
nicotine below 0.O5 mg. per cigarette are recorded in the accompany¬ 
ing tables as <0.5 mg. "tar”, <0.05 mg. nicotine and <0.5 mg. car¬ 
bon monoxide. The tables do not differentiate between these cigaret¬ 
tes because the current, approved testing methodology is not sen¬ 
sitive enough to differentiate between cigarettes at these levels. 

The various test results for all brands of Barclay clgarattes have 
been reported with an asterisk (*) in the tables within this Report as 
they were in the Report of December 1981, because a controversy 
continues to exist as to whether the FTC testing methodology 
understates the "tar”, nicotine and carbon monoxide delivery of 
Barclay cigarettes. On June 25, 1982, following an investigation, the 
Commission determined that Its current cigarette testing 
methodology does not measure accurately the "tar", nicotine and 
CO delivery ot Barclay cigarettes. The Commission's decision is cur¬ 
rently the subject of a pending court suit filed by Brown 8 Williamson 
Tobacco Corporation, manufacturer of Barclay. 

The Commission has also found that there is a significant 
likelihood that the same problem (namely, an Inaccurate reporting of 
the "tar”, nicotine and CO delivery) exists with respect to Kool Ultra 
and Kool Ultra 100's, two other brands of cigarettes manufactured by 
Brown & Williamson. However, the Commission has not concluded 
at this time that Kool Ultra and Kool Ultra jOO's are ranked Inap¬ 
propriately. Three asterisks (’*■) have been appended to the test 
scores for Kool Ultra and Kool Ultra 100's In this report 1o Indicate 
this controversy. 
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■ TAR©, NICOTINE© AND CARBON MONOXIDE CONTENT 
OF TWO HUNDRED-EIGHT (208) VARIETIES OF DOMESTIC CIGARETTES 


BRAND 

TYPE® 

average 

WEIGHT® 

BUTT 

LENGTH® 

TPM DRY®® 

nicotine® 

CARBON 

monoX'oe 

Alpine 

F;SP;M 85mm 

0.9653 

28.4—29.8mm 

14.1 ±0.2 

0,86 ±0.02 

13.6*0.2 

Barclay* 

F;H° 80mm 

0.8165 

33.9—36.5mm 

1.4 ±0,3 

* 0.17 ± 0.04 

1.2*9.3 

Barclay* 

F;SP B5mm 

0.8499 

34.1—35.7mm 

0,7 ±0.2 

0.11 ±0.01 

0.6± 0.1 

Barclay’ 

F;SP;M 85mm 

0.8878 

33.0—35.9mm 

1.1 ±0.1 

0.11 ±0.02 

1.2* 0.2 

Barclay* 

F;SP 100mm 

1.0736 

37.9—40.9mm 

3.2 ±0.2 

0.31*0.02 

2.5 ±0.2 

Barclay" 

F;SP;M 100mm 

1.0563 

38.5—40.3mm 

3.3 ±0.2 

0.31*0.02 

2.8 ±0.2 

Bplalr 

F;SP;M 85mm 

0.9451 

32.2 —34.5mm 

9.0 ± 0.3 . .• 

0.72 ±0.03 

9.8 ±0.3 

Belair 100's 

F;SP;M 100mm 

1.1372 

37.8—40.3mm 

9.5 ±0.2 

0.69 ±0.C3 

11.4 ±0.4 

Benson A Hedges 

R;F;HP 70mm 

0.9808 

32.2—33.4 mm 

0.9 ± 0.2 

0.10±0.01 

1.5 ±0.1 

Benson A Hedges 

F;HP 85mm 

1.0103 

32.0—33.3mm 

16.0 ±0.4 

1.21 ±0.03 

13.1 *0.4 

Benson A Hedges 100'6 

F;HP 100mm 

1.0938 

34.3—S5.4mm 

16.0 ±0.3 

1.06 ±0.03 

15.5 ±0.4 

Benson A Hedges 100's 

F;HP:M 100mm 

1.1252 

34.1— 35.4mm 

16.3 ± 0.4 

1.05 ±0.03 

15.3 ±0.3 

Benson & Hedges 100's 

F;SP 100mm 

1.1185 

32.9—35.7 mm 

16.8 ±0.5 

1.12 — 0.03 

16.3 ±0.8 

Benson & Hedges 100's 

F;SP;M 100mm 

1.1243 

34.0—355mm 

16.5 ±0.3 

1.12 ±0.02 

15.2*0.3 

Benson A Hedges Lights 100's 

F;HP 100mm 

1.1041 

38.3—39.5mm 

11.4 ±0.4 

0.80 ±0.03 

12.9 ± 0.4 

Benson A Hedges Lights 100's 

F;HP;M lOCmm 

1.1146 

38.0—39.4mm 

10.9 ±0.3 

0.80 ± 0.03 

12.2*0.3 

Benson A Hedges Lights 100's 

F:SP 100mm. 

1.1197 

37.2—4i.0mm 

10.8 ±0.4 

0.79 ±0.04 

13.0*0.4 

Benson A Hedges Lights 100’s 

F;SP;M 100mm 

1.1144 

38.1 —39.8mm 

10.7-0.3 

0.76*0.02 

12.0 ±0.4 

Bull Durham 

F;SP 85mm 

1.1650 

24.3 — 29.2mm 

29.8-0.6 

2.03 ± 0.04 

23.5 * 0.4 

Cambridge 

F;hp 85mm 

0.8567 

38.3—39.0mm 

” 

F • 

t e 

Cambridge 

. F;SP 85mm 

0.8435 

34.1—37.0mm 

0.7 ±0.1 

0.10*0.01 

1.2 ±0.1 

Cambridge 100's 

F;SP 100mm 

0.9783 

37.2—39.8mm 

3.3 ± 0.2 

0.33 ±0.01 

5.1 *0.2 

Camel 

R;NF;SP 70mm 

0.E527 

23.0mm 

20.1 - 0.4 

1.26*0.02 

12.2 ±0.3 

Camel 

F;SP 65mm 

0.9646 

27.4 —28.4 mm 

15.4 ±0.2 

1.02 ±0.03 

15.2*0.4 

Camel Lights 

F;HP 80mm 

0.9055 

28.6—30.5mm 

7.6 ±0.3 

0.68 ±0.02 

7.7 ±0.3 

Camel Lights 

F;SP 85mm 

0.9280 

32.4—33.9mm 

8.0 - 0.2 

0.67-0.03 

10.2 + 0.4 

Camel Lights 100's 

F;SP 100mm 

1.1187 

36.1 — 38.6mm 

12.0-0.2 

0.84 + 0.02 

14.8 ±0.4 

Carlton 

F;HP 85mm 

0.8129 

33.0—39.9mm 

-• 

• • 

• • 

Carlton 

F;SP 8Emm 

0.8O70 

32.0—34.6mm 

0.9 -0.1 

0,12*0.0! 

1.6 ±0.1 

Carlton 

F;SP;M 85mm 

€.7228 

32.3—34.Rmm 

- - 

0.08 ±0.01 

0.9 ±0.1 

Carlton 100’s 

F;HP fOOmm 

0.9316 

36.6—39.7mm 

0.6 ±0.1 

0.09 ±0.01 

0.7 ±0.1 

Carlton 100’s 

F;HP;M 100mm 

0.8834 

37.0—38.8mm 

* * 

0,07 ± 0.01 


Carlton 100’s 

F;SP 100mm 

0.9486 

33.3—36.3mm 

4.1 -0.3 

0.41 ±0.02 

5.6 ± 0.3 

Carlton -100's 

F;SP;M 100mm 

0.9462 

33.7—37.0mm 

4.1 ±0.3 

0.40*0,03 

5.4 ±0.5 

Carlton 120’s 

F;SP 120mm 

1.0043 

36.3 — 39.9mm 

5.6 ±0.2 

0.55 ± 0.02 

4.4 ±0.2 

Carlton 12Q'$ 

F;SP;M 120mm 

1.0058 

36,9—4i.0mm 

6.0 ±0.3 

0.57 * 0.03 

4.5 ±0.3 

Chesterfield 

R;NF;SP 70mm 

0.B537 

23.0mm 

20.2 ±0.4 

1.31 ±0.03 

12.5-0.5 

Chesterfield 

NF;SP 85mm 

1.0299 

23.0mm 

23.S ± 0.7 

1.59 ±0.05 

14.4±0.3 

Chesterfield 

F;SP 85mm 

0.8885 

26.0— 36 Omm 

15.0 ±0.3 

1.04 * 0.04 

15.0*0.3 

Chesterfield 100's 

F;SP 100mm 

1.0258 

34.3 — 38.7mm 

15.2 ± 0.3 

1.06 ± 0.02 

16,6*0.4 

Decade 

F;SP 85mm 

0.8432 

. 32.4 — 34.2rr.m 

5.2 ± 0.2 

0.46 ±0.02 

4.8 ±0.3 

Decade 

F;SP;M 85mm 

0.8505 

32.3 — 34.3mm 

5.0 ± 0.3 

0.44 ±0.02 

4.4 ± 0.3 

Decade 100’s 

F;SP 100mm 

0.9596 

37.5—33.3mm 

8.1 ± 02 

0.75 ±0.02 

62 ±0.3 

Dora! II 

F;SP 85mm 

1.0443 

36.5 — 38.5 mm 

4.3 ± 0.3 

0.40 ±0.03 

3,8 ±0.3 

Dora) M 

F;SP;M 85mm 

1.0307 

35.1 —39.0mm 

4.1 ±0,3 

0.39 ±0.02 

3.5 ± 02 

DuMaurier 

F;HP 85mm 

0.9894 

27.9—30.5mm 

15.6 ±0.3 

. 1.02*0.03 

17.7 ± 0.4 

English Ovals 

R:NF;HF 70mm 

0.9004 

23.0mm 

23.2 ±0.4 

1.69 ±0.04 

12.1 ± 0.3 

English Ovals 

NF;HP 85mm 

1.1437 

23.0mm 

26.7 ±0.7- 

2.03 ± 0.07 

13.4*0.5 

Eve Lights 100's 

F;SP 100mm 

0.9633 

36.9 — 39.9 mm 

12.6 ±0.4 

0.97 ± 0.03 

13.4 ±0.6 

Eve Lights 100’s 

F;SP;M 100mm 

0.9703 

37.6—39.0 mm 

12.5 ±0.4 

0.97 ± 0.02 

12.9*0.4 

Eve Lights 120’s 

F;HP 120mm 

0.9717 

36.9 — 39.4mm 

13.5-0.5 

1.10 ±0.02 

10,9 ±0.5 

Eve Ughts 120'S 

F;HP;M 120mm 

0.9891 

36.6—39.1mm 

13.6*0.4 

1.11 ±0.03 

10.R±0.4 

Galaxy 

F;HP 85mm 

1.0899 

32.3—33.7mm 

15.7 ±02 

0.99 ± 0.02 

16.0 ±0.3 

Golden Ughts 

F;SP 85mm 

0.8616 

322—36.8mm 

7.9 ± 0.3 

0.70*0.03 

8.6*05 

Golden Ughts 

F;SP;M B5mm 

0.8666 

33.9—37.1mm 

8.7 ±0.3 

0.76*0.03 

8.3 ±0.3 

Golden Ughts 100’s 

F;SP ICOmm 

1.0267 

36.1—39.8mm 

e.e-o.3 

C.78-0.02 

8.0 ± 0.6 

Golden Ughts 100’s 

F;SP;M 100mm 

1.0253 

36.3—39.5mm 

8.3 * 0.4 

0.75*0.02 

8.4 ± 0.5 


©TPM dry ft**)— total rn*ttat McOtlM wattr. * 

© Milligram* total alkaloid* rapooed as niccMir*. „ 

© R—raguUr, F—IHttn NF—rKxvf*i*r; M—n>»nthol; HP—hard pack; S B —aott pack; m*r—T»llim#ler. 

0 Awi^ walyht raponvd In gram«. 

0 vMd In butt lanpth bacaixM of vartanca of evarwrtp. 

0 ahown i* Iwic* tl>a c—«}Ion. 

" Sm m laxt cooc*mir«g Barclay. 

E-alow tba aaotHhrlty of tfw rwmw!. 
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BRAND 

TYPE® 

AVERAGE 
WEIG KT© 

BUTT 

LENGTH® 

TPM DRY©® 

NICOTINE® 

CARBON 

MONOXIDE 

Ha'f £ Half 

F;SP 85mm 

1.12^9 

25.5—29.1mm 

17.5* 0.5 

1.39 ±0.05 

16.5 ±0.5 

Hebert Tareyton 

hlF;SP 85mm 

1.1308 

23.0mm 

27.9 a 0.6 

1.82 ±0.05 

18.7 ±0.7 

IcEierg 1O0’s 

F;SP;M 100mm 

0.9414 

33.7 — 38.5mm 

2.6 a 0.1 

0.27 ± 0.02 

3.5 ± C.2 

Kent 

F;HP BOmm 

0.B927 

27.5—28.6mm 

12.7 a 0.2 

0-B3± 0.02 

12.7 ± 0.3 

Kent 

F;SP 85mm 

0.9225 

27.4 —29.3mm 

12,4 ±0.4 

0.B5 ± 0.03 

12.3 ±0.5 

Kent Itl 

F;SP 85mm 

0.8325 

33.5—37.1mm 

2.4 1 0.2 

0.26 ±0.03 

2.4 ±0.2 

Kent 100’s 

F;SP 100mm 

1.0614 

34.0—37.1mm 

14.2 ±0.3 

1.08 ±0.03 

13.2*0.4 

Kent 100’s 

F;SP;M 100mm 

1.0508 

33.0—36.1mm 

14.9 ±0.4 

1.22 ±0.03 

13.5 ±0.3 

Kent Itl 100’s 

Kool 

F;SP 100mm 
R;NF;SP;M 

0.9845 

37.4—39.3mm 

4.7 ± 0.2 

049 ±0.02 

6.3 ±0.2 


70mm 

0.8923 

23.0mm 

18.4 ± 0.6 

1.03 ±0.03 

13.9 ±0.7 

Kool 

F;HP;M 80mm 

0.9433 

25.6—27.0mm 

16.1 ±0.4 

1.10±0.03 

16.8*0.5 

Kool 

F;SP;M 85mm 

0.9372 

27.7—29.1mm 

16.6 ± 0.3 

1.12 ±0.03 

15.3 ±0.4 

Kool Lights 

F;SP;M 85mm 

0.9232 

32.1—33.5mm 

8.9 ±0.3 

0.67 ±0.02 

10.5 ±0.3 

Kool Wilds 

F;SP;M 85mm 

0.8923 

30.9—33.7* r m 

11.4 ±0.2 

0.61 ±0.03 

12.8 ±0.4 

Kool Super Lights 

F;SP;M 85mm 

0.9072 

32.8—33.2mm 

6.0 ± 0.3 

0.50 ±0.02 

6.4 ±0.3 

Kool Ultra*’* 

F;SP;M S5mm 

0.9119 

338—36.2mm 

1.7 ±0.2 

0.16 ± 0,02 

1.3 ±0.2 

Kool Super Longs 100’S 

F;SP;M 100mm 

1.0634 

33.8—35.5mm 

14.2 ±0.3 

0.95 ± 0.03 

16.1*0.3 

Koc! Lights 100’S 

F;SP;M 100mm 

1.0860 

' 37.9—3B.5mm 

11.2 ±0.3 

0.86 ± 0.03 

11.1 ±0.4 

Kool Milds 100’s 

F;SP;M 100 mm 

1.1168 

37.5—40.4mm 

12.0 ± 0.4 

0.8B ± 0.03 

13.9 = 0.5 

Koo; Super Lights 100's 

F;SP;M 100mm 

1.1304 

38.4—40.6mm 

9.4 ± 0.3 

0.66 * 0.02 

11.7 = 0.4 

Kool Ultra 100’s**’ 

F;SP;M 100mm 

1.0840 

37.0—39.2mm 

4.3 ±0.4 

' 0.40 ±0.04 

3.7 ± 0.4 

L & M 

F;HP 60mm 

0.8260 

26.2—29.6mm 

14.4 ±0.3 

0.B5 ± 0.02 

14.6*0.4 

L & M 

F;SP 85mm 

0.6858 

28.9—33.6mm 

14.9 ±0.3 

1.02 ±0.03 

15.4=0.3 

L fi M Lights 

F;SP 85mm 

0.8802 

32.2—33.5mm 

8.5 ± 0.3 

0.79 ±0.02 

7.1 ±0.3 

L & M 100's 

F;SP 100mm 

1.0H6 

37,2—39.4mm 

15.2 = 0.4 

1.09 ±0.03 

16.4 ± 0.5 

L Si M Lights 100's 

F;SP IDOmm 

0.9321 

37.5—38.9mm 

8.1 ± 0.2 

0.61 ±0.02 

6.2 ± 05 

L & M Lights ICO’S 

F;SP;M iDOmm 

0.9392 

36.9—39.3mm 

7.7 ± 0.3 

0.76 ±0.02 

5.5 ± 0.2 

Lark 

F;SP 85mm 

0.S833 

. 27.3—28.7mm 

155 a 0.5 

1.13 ±0.04 

14.3 ±0.5 

Lark Lights 

F;SP 85mm 

0.9643 

32.5 —33.6mm 

13.7*0.2 

1.01 ±0.02 

13.0 ± 0.3 

Lark 100’s 

F;SP 100mm 

1.1204 

32.2—33.8mm 

16.0—0.3 

1.22 ±0.03 

15.3*0.4 

La-k Lights lOO's 

F;SP 100mm 

1.1283 

37,3—38.6mm 

14.7 * 0.3 

1.12 ±0.03 

14.2*0.4 

Long Johns 120's 

F;SP 120mm 

1.1913 

36.7—39.0mm 

19.2 ± 0.6 

1.53 ±0.06 

19.1 ±0.9 

Long Johns 120’s 

F;5P;M 120mm 

1.1584 

35.5—39.8mm 

15.4 ±0.5 

1.28 ±0.04 

16.4 ±0.6 

Lucky Strike 

F.;NF;SP 70mm 

0.8961 

23.0mm 

23.9 ±0.7 

1.47 ±0.04 

163±0.5 

Lucky Ten 

F;SP 85mm 

0.9510 

31.6—34.5mm 

8.7 ±0.3 

0.70 ±0.03 

10.6*0.4 

Lucky 100's 

F;SP 100mm 

0.9561 

32.1—39.lmm 

3.2 ±0.2 

0.31 ±0.02 

4.5 ±05 

Marlboro 

F;HP 80mm 

0.9504 

25.1 —27.0mm 

16.4*0.3 

1.06 ±0.03 

14.9 ±03 

Marlboro 

F;HP;M 80mm 

0.9316 

25.6—26.0mm 

15.1 ±0.4 

0.90 ± 0.02 

14.4 ± 0.6 

Marlboro 

F;SP 85mm 

0.9665 

27.2 — 29.1mm 

16.9 ±0.3 

1.07 ±0.02 

15.2*0.4 

Marlboro 

=tS P;M 85mm 

09580 

28.6—30.1mm 

14.6 ±0.3 

0.88 ±0.02 

14.3*0.4 

Marlboro Lights 

r;HP 85mm 

0.9425 

33.1—34.Bmm 

10.4 ±0.3 

0.71 ± 0.02 

11,6*0.3 

Marlboro Lights 

F;SP 85mm 

0.9616 

32.4—35.1mm 

11,2 ±0.2 

0.76 ±0.02 

12.6 ± 0.4 

Marlboro 100’s 

F;HF 100mm 

1.0979 

33.B—3S.5mn 

17.0 ±0.4 

1.12 ± 0.03 

16.6*0.4 

Marlboro 100'S 

F;SP 100mm 

1.1139 

33.5—35,1mm 

16.9 ±0.3 

1.12 ±0.02" 

16,4*0.3 

Marlboro Lights 100’s 

F;SP 100mm 

1.1133 

38.0—39.7mm 

11.0± 0.3 

0.82 ± 0.02 

12.6 ±0.5 

Max 120’s 

F;SP 120mm 

0.9907 

36.6—3S ,9mm 

18.9 ±0.4 

1.50 ±0.05 

17.9*05 

Max 120'S 

F;SP;M 120mm 

0.9950 

36.6—38.9mm 

16.3 ±0.4 

1.48 ±0.02 

16.7 * 0.3 

Merit 

F;SP 85mm 

0.9622 

34.1 —36,1mm 

8.2 ± 0.2 

0.58 ± 0.02 

10.6 ±0.2 

Merit 

F;SP;M 85mm 

0.9705 

34.5—36.1mm 

7.8 ±0.2 

0.57 ± 0.02 

10.0*05 

Merit Ultra Lights 

F;SP 85mm 

0.9107 

33.8—36.0mm 

3.6 ± 0.2 

0-33 ±0.02 

45*0.2 

Merit Ultra Lights 

F;SP;M 85mm 

0.9107 

34.3—36.5mm 

3.4 ±0.1 

0.28 ±0.03 

3.7*05 

Merit 100’s 

F;SP 100mm 

1.1051 

380—40.1mm 

10.8 ±0.4 

0.74 ±04)2 

12.7*0.4 

Metit 100’s ' 

F;SP;M 100mm 

1.1113 

37.7—40.0mm 

9.4 ± 0.2 

0.68 ±0.02 

11.3*0.4 

Montclair ' - 

F;SP;M 85mm 

0.9057 

25.8—28.6mm 

15.2 ±0.4 

0.99 ± 0.04 

15.5*03 

M Ore Li ghts 100’s 

F;HP 100mm 

0.9190 

37.2—39.1mm 

£.6 ±0,4 

0.68 ±002 

95*04 

More Lights 100’s 

F;HP;M 100mm 

0.8712 . 

32.7—39.8mm 

7.5 ±0.3 

0.63 ±0.02 

93*0.4 

More 120's 

F;SP 120mm 

1.0196 

41.0—43.2mm 

17.3 ±0.4 

1.23 ±0.03 

21.0*0.7 

More 120's 

F;SP' p M 120mm 

1.0174 

40,3 —44,0mm 

15.7 ± 0.5 

1.23 ±0.03 

193*0.7 

Multifilter 

F;SP 85mm 

1.1297 

31.9—33.9mm 

12.4 ±0.3 

0.62 ± 0.02 

11.6*03 

Multifilter 

F;SP;M 85mm 

1.1240 

32.5—33,9mm 

11.4 ±0.5 

0.78 ± 0.03 

105*0.5 

Newport F;HP;M 80mm 0.8623 

0TPU dry million mi lotil peflieulile miner Uu fvcolint *r»d «/«l«r. 

0 totef elkAtoltJ* reported m nicotine. 

0 n^tfluUr, F—f«««; N F—non-flNer; M—HP—hard peck; SP—*oft peck; mm- 
0 Aweight reponed In ffrem*. 

0 In bon lenptJl beeeuee of variance of ©vefwrep. 

0Tolrr»n&* eho-arn it twice the etandenJ deviation, 

’* B«<rw tne *#n»Khrtty of the method. 

”* S~* eutemenl In texl concerning Kool UNra_ 

27.3—29,6mm 

-millimeter. 

155*04 

1.10*0.03 

i— i n er 

16.4*0.5 

r\ 


PM3001060795 


Source: https://www.industrydocuments.ucsf.edu/docs/lfkk0001 







AVERAGE 

BUTT 



CARBON 

BRANp 

type® 

WEIGHT© 

LENGTH© 

TPM DRY©® 

NICOTINE® 

MONOXIDE 

Newport 

P;SP;M 

85mm 

0.9179 

27.0—30.2mm 

16,8 ±0.4 

1.22 ±0,03 

17.5 ±0.4 

Newport Lights 

F;HP;M 

80mm 

0.8517 

31.9—34.9mm 

9.0 ± 0.3 

0.74 ±0.02 

B.5 ± 0.3 

Newport Lights 

F;SP;M 

85mm 

0.8669 

32.4—36.4mm 

8.a±0.3 

0.73 ±0.02 

9.6 ±0.3 

Newport Red 

F;HP 

80mm 

0.6800 

32.1—33.8mm 

13.2 ±0.2 

1.06 ±0.02 

14.2 ±0.3 

Newport Red 

F;SP 

85mm 

0.8034 

32.0—34.3mm 

13.3 ±0.2 

1.04 ±0.03 

14.9 ± 0.3 

Newport 100's 

F;SP;M 

100mm 

1.0447 

33.7—36.2mm 

20.1 ±0.3 

1.43± 0.03 

19.5 ±0.5 

Newport Lights 100’s 

F;SP;M 

100mm 

1.0380 

36.7—40.0mm 

9.2 ± 0.5 

0.80 ±0.04 

9.6 ± 0.6 

Northwind 

F;SP;M 

85mm 

0.9999 

34.7 — 35.7 mm 

B.2 ± 0.2 

0.57 ±0.02 • 

10.2 ±0.2 

Northwind 100’s 

F;SP;M 

100mm 

1.1452 

3B.1—40.2mm 

8.9 ± 0.3 

0.61 ±0.02 

10.6 ±0.3 

Now 

F;HP 

80mm 

0.6780 

32.0—35.3mm 

•* 

? *• 

* « 

Now 

f;sp 

B5mm 

0.7 B51 

35.9—38.8mm 

1.0 ± Q.1 

, 0.13 ±0.01 

1.53:0.2 

Now 

F;SP;M 

85mm 

0.7847 

36.6 — 38.2mm 

0.8 ± 0.1 

0.11 ±0.01 

1.2 ±0.2 

Now 100'S 

F;HP 

100mm 

0,6772 

35.5—40..1mm 

■ « 

• * 

* * 

Now 100'S 

F;SP 

100mm 

0.9275 

37.2—38.8mm 

2.1 ±0.1 

0.23 ± 0.01 

1.6 ±0.2 

Now 100's 

F;SP;M 

100mm 

0.9305 

36.1—39.2mm 

1.9 ±0.2 

0.22 ± 0.02 

1.4 ±0.1 ’ 

Oasis 

F;SP;M 

85mm 

0.9075 

26.9—28.9mm 

15.1 ±0.4 

0.98 ±0.03 

14.9 ±0.4 

Old Gold Straight 

NF;SP 

85mm 

0.9859 

23.0mm 

25.9 ± 0.5 

1.61 ±0.03 

16.6 ±0.5 

Old Gold Filter 

P;SP 

85mm 

0.9186 

27.0—30.8mm 

17.0 ±03 

1.26 ±0.02 

18.5 ±0.5 

Old Gold Lights 

P;SP 

85mm 

0.S764 

33.1—36.6mm 

9.6 ± 0.3 

0.85 ±0.03 

10.2 ±0.4 

Old Gold Filter 100's 

F;SP 

100mm 

1.0381 

33.9—35.8mm 

19.8 ±0.3 

1.49 ± 0.D3 

19.3 ±0.3 

Omni 100’s 

F;SP;M 

100mm 

1.0286 

37.0—39.1mm 

7.6 ± 0.2 

0.70 ± 0.02 

6.4 ±0.2 

Pall Mall 

NF;SP 

85mm 

1.0675 

23.0mm 

24.3 ±0.5 

1.56 ±0.03 

16.4 ±0.4 

Pall Mall 

F;SP 

85mm 

0,9910 

26.3—26.4 mm 

17.7 ±0.3 

1.21 ±0.03 

16.1 ±0.5 

Pall Mall Extra Light 

F;SP 

85mm 

0.9600 

31.9—35.0mm 

6.3 ± 0.2 

0.59 ± 0.02 

6.8 ±0.2 

Pall Mall 100's 

F;SP 

100mm 

1.1067 

33.5— 36.4mm 

16.4 ±0.3 

1.24 ±0.03 

16.4 ± 0.3 

Pell Mall Light 100's 

F;SP 

100mm 

1.0906 

36.3—39.3mm 

8.9 ± 0.3 

0.78 ±0.03 

8.2 ±0.2 

Pall Mall Light 100's 

F;SP;M 

100mm 

1.0395 

33.3—36.2mm 

12.8 ±0.3 

1.05 ±0.04 

12.6 ±0.3 

Parliament Lights 

F;HP 

80mm 

0.9511 

31.6—34.3 mm 

8.6 ± 0.4 

0.64 ± 0.02 

9.3 ± 0.4 

Parliament Lights 

F;SP 

85mm 

1.0073 

32.0—36.2mm 

9.5 ±0.2 

0.69 ± 0.02 

10.7 ±0.4 

Parliament Lights 100’s 

F;SP 

100mm 

1.2469 

37.5—39.7mm 

11.9 ±0.3 

0.89 ±0.02 

11.2 ± 0.4 

Philip Morris 

R;NF;SP 70mm 

0.8677 

23.0mm 

21.6 ±0.4 

1.36 ±0.04 

12.3 ±0.4 

Philip Morris Commander 

NF;SP 

B5mm 

1.0422 

23.0mm 

26.4 ± 0.6 

1.69 ±0.04 

14.9 ± 0.4 

Philip Morris Intern'l 100's 

F;HP 

lOOmrn 

1.0956 

34.3—35.8 mm 

17.5 ±0.5 

1.12 ±0.03 

16.0 ±0.5 

Philip Morris Intern'l 100’s 

F;HP;M 

100mm 

1.0774 

34.6 — 35.9mm 

15.6 ±0.4 

0.96 ± 0.02 

16.2 ±0.4 

Picayune 

R;NF;SP 70mm 

0.8511 

23.0 mm 

17.8 ±0.6 

1.15 ±0.04 

14.1 ±0.6 

Players 

R;NF;SP 70mm 

1.0357 

23.0mm 

24.9 ± 0.5 

1.83 ±0.04 

14.4 ±0.3 

Raleigh 

NF;SP 

85mm 

1.0235 

23.0mm 

23.0 ±0.6 

1.2B ± 0.04 

16.9 ±0.4 

Raleigh 

F;SP 

85mm 

0.9573 

28.0—29.7mm 

15.8 ±0.4 

0.96 ±0.03 

17.5 ±0.5 

Raleigh Lights 

F;SF 

85mm 

0.9529 

31.4—34.2mm 

8.6 ± 0.3 

0.69 ± 0.02 

10.0 ±0.5 

Raleigh 100's 

F;SP 

100mm 

1.1296 

33.8—35.5mm 

16.7 ±0.3 

1.05 ±0.02 

18.1 ±0.5 

Raleigh Lights 100’s 

F;SP 

100mm 

1.1556 

37.3—39.8mm 

10.0 ±0.2 

0,78 ±0.02 

12.7 ±0.4 

SL Moritz 100's 

F;SP 

100mm 

1.0417 

35.9—37.5mm 

14.5 ±0.3 

1.10 ±0.03 

14.5 ±0.4 

SL Moritz 100’s 

F;SP;M 

100mm 

1.0498 

35.7—37.4mm 

14.7 ±0.3 

1.15±0.03 

14.6 ±0.4 

Salem 

F;SP;M 

85mm 

0.9706 

27.2—28.3mm 

14.7 ± 0.4 

1.02 ±0.02 

13.8 ±0.4 

Salem Lights 

F;SP;M 

85mm 

0.9533 

33.0—35.5mm 

8.3 ± 0.2 

0.64 ±0.02 

10.5 ±0.3 

Salem Ultra 

F;SP;M 

85mm 

0.9106 

32.2—33.7mm 

4.5 ± 0.3 

0.42 ±0.02 

4.9 ±0.3 

Salem 100’s 

•F;SP;M 

100mm 

1.1400 

33.9—35.4mm 

14.9 ±0.3 

1.13 ±0.03 

13.5 ±0.3 

Salem Lights 100’s 

F;SP;M 

100mm 

1.1149 

36.2—37.9mm 

9.5 ± 0.3 

0.74 ± 0.02 

11.6 ±0.3 

Salem Ultra 100‘s 

F;SP;M 

100mm 

1.0796 

36.5— 39.0mm 

4.6 ± 0.2 

0.42 ± 0.02 

6.3 ±0.3 

Saratoga 120’s 

F;KP 

120mm 

1.09 85 

36.8—39.0mm 

15.1 ±0.8 

1.02 ±0.04 

15.8 ±0.9 

Saratoga 120’s 

F;HPtM 

120mm 

1.1164 

37.3—40.0mm 

15.5 ±0.4 

1.04 ±0.03 

15.7 ±0.6 

Silva Thins 100's 

F;SP 

tOOmm 

0.9319 

34.0—36.0mm 

12.4 ±0.3 

1.09 ±0.02 

10.3 ±0.3 

Silva Thins 100‘s 

F;SP;M 

lOOmm 

0.9372 

33.7—35.6mm 

12.5 ± 03 

1.10 ±0.02 

10.2 ± 0.3 

Spring 100’s 

F;SP 

100mm 

1.0780 

33.8—36.0mm 

20.1 ± 0.4 

1.10 ±0.03 

18.0 ±0,4 

Tall 120’s 

F;SP 

120mm 

1.2116 

36.0—39.7mm 

18.7 ±0.6 

1.52 ±0.05 

19.4 ±0.6 

Tall 120’S 

F;SP;M 

120mm 

1.1740 

36.4—40.7mm 

16.6 ±0.4 

1.34 ±0.04 

17.6 ±0.6 

Tareyton 

F;SP 

85mm 

_ 1.0070 

25.4 —28.4 mm 

14.5 ±0.3 

1.01 ±0.02 

15.9 ± 0.3 

Tareyton Lights 

F;SP 

85mm 

0.8831 

33.7—36.7mm 

4.6 ± 0.2 

0.40 ±0.03 

4.7 ± 0.2 

Tareyton Ultra Low Tar 

F;SP;M 

85mm 

0.9040 

33.5—36.7mm 

0.8 ±03 

0.09 ± 0.01 

0.7 ±0.2 

Tareyton 100’s 

F;SP 

100mm 

1.1540 

33.0—36.4mm 

14.6 ±0.3 

1.09 ±0.03 

16.8 ±0.4 


© TPM dry <i*r>—miiUpmm* lol*I nutitr 1*9* nicotine nnd w»t*f. 

0 ttnugrasr* total alkaloid* reported *3 nlcoiln*. 

® R—r*ouUr. F—fifUr; NF—non-Nlltr; M—m#nthot HP—hard pack: SP— »oft pack; mm—rnlllimatar. 
0 Av*r*o* weight reported in gram*. 

0 R*nv* wad In t*/tt kngth b*C*UM pi v»ri*r*p# of ov*rwr*p, 

0ToWr*/tc* shown I* twice the standard deviation. 

Bwtow the sehaJtlvhjr of the method. 
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eranq 

type© 

AVERAGE 

WEIGHT© 

BUTT 

Length© 

TPM DRY©© 

NICOTINE© 

C4RBON 

MONOXIDE 

7 sreylcn lone LisMs 100's 

F;SP 103mm 

1.1472 

34.0—37.2mm 

7.4 * 0.3 

0.65 ± 0.02 

7.4 ± 0.4 

T-'KTph 

F;SP S5mm 

0.8197 

34.0—35.5mm 

2.4 ±0.2 

0.32 ± 0.02 

2.5 ±02 

Triumph 

F;5?;M £5mm 

0.8075 

33.7—36.3mm 

2.7 ±0.2 

0.36 ±0-04 

2.9 ±0.3 

Triumph IDO's 

F;S? 100mm 

0.9702 

37.1—39.1 mm 

4.4 ±0.2 

0.50 ±0.02 

5.7 ±0.4 

Triumph 100's 

F;SP;M, 103mm 

O.P797 

37.1—39.3mm 

4.0 ±0.3 

0.47 ± 0.02 

5.3 ± 0.3 

True 

F;SP B5mm 

0.8033 

32.5—33.6mm 

4.6 ±0.2 

0.41 ±0.01 

4.8 ±0.2 

True 

F;SP;M 85mm 

0.31 Si 

32.3—33.8mm 

4.7 ±0.4 

0.43 ± 0.02 

5.2 ±0.?- 

True 100’s 

F;SP 100mm 

0-9806 

34.0—35.7mm 

7.3 ±0.4 

0.61 ± 0.02 

8.5 ± 0.3 

T rue 100’s 

F;SFhM lOOmm 

0.9873 

34.1 — 36.9mm 

7.4 ± 0.3 

0.63 ±0.02 

8.6 ±0.3 

Vantage 

F;SP ESmm 

1.0439 

32.5—34.0mm 

9.0 ±0.2 

0.70 ± 0.02 

12.9 ±0.2 

Vantage 

F;SP;W eSmm 

1.0693 

32.5—-34,6mm 

8.8 ± 0.2 

0.63 ± 0.02 

13,0 ±0.2 

Vantage Ullra Lights 

F;SP 65mm 

0.9304 

31.9—33.3mm 

4.2 ±0.2 

0,40 ±0.02 

4.9 ± 0 J3 

Vantage 103’s 

F;SP 100mm 

1.2344 

33.8—35.2mm 

8.7 ±0.3 

0.66 ±0.02 

12.2 ±0.5 

Vantage Ultra Lights 100’s 

F;SP 100mm 

1.1125 

35.6—37.8mm 

4.4 ± 0.3 

0.45 ±0X12 

5.5 ± OX 

Viceroy 

F;SP ESmm 

0.9530 

27.5—29.6mm 

15.0 ±0.3 

0.91 ±0.03 

17.1 ±0.4 

Viceroy cieh Uohts 

F;SP ESmm 

0.9693 

31.4—34.4 mm 

8.6 ± 0.3 

0.69 ±0.03 

10.5 ±0.4 

Viceroy Super Long 100's 

F;SP 100mm 

1.1045 

33.4—35.5mm 

15.2 ±0.3 

1.01 ±0.03 

17.7 ±05 

Viceroy Rich Lights 100‘s 

F;SP 100mm 

1.1620 

37.5—40.9mm 

9.7 ±0.3 

0.77 ± 0.02 

12.5 ±0.4 

Virginia Siims 100's 

F;SP 100mm 

0.9434 

34.4'—36.6mm 

15.1 ±0.3 

1.02 ±0.02 

14.3 ±0.3 

Virginia Slims 100’s 

F;SP:M lOOmm 

0.9496 

34.3—36.2mm 

15.2 ±0.3 

1.02 ±0.02 

13.9 ±0.4 

Virginia Slims Lights 100’s 

F;HP lOOmm 

0.9624 

3B.3—40.2mm 

6.6 ± 0.3 

0.65 ± 0.02 

6.9 ± 0.3 

Virginia Slims Lights 100's 

F;HP:M 100mm 

0.9642 

38.0—40.5mm 

7.9 ±0.3 

0.81 ±0.02 

7.9 ±0X 

Winston 

F;HP 60 mm 

0.9577 

25.1—26.9mm 

16.4 ±0.3 

1.02 ±0.03 

15.8 ±0.3 

Winston 

F;HP 85mm 

0.9540 

27.0—28.1mm 

15.1 ±0.3 

1.01 ±0.03 

16.3±0.3 

V/inston Lfghts 

F;SP 85mm 

0-9594 

31.1—34.6mm 

10.7 ±0.3 

0.79 ± 0.02 

11.2± 0.4 

Winston Ultra 

F;SP 8£mm 

0-8124 

33.2—35.6mm 

3.7 ± 0.2 

0.38 ± 0.02 

4.4 ±0.2 

Winston 100's 

F;SP 100mm 

1.1175 

33.5—35.2mm 

14.3 ±0.4 

0.97 ± 0.02 

14.5 ±0.4 

Winston Lights 100's 

F ;SP lOOmm 

1.1184 

36.2—38.3mm 

12.0 ±0.4 

C.82±0.02 

14.9 ±0.6 

Winston Ultra lOO’s 

F;SP 100mm 

1.0580 

37.0—38.2mm 

4.8 ± 0.2 

0.43 ±0,01 

6.4 ±0.3 

Winston Internationa) 100’s 

F,HP 100mm 

1.0749 

31.8—34.6mm 

18.2± 0.3 

1.32 ±0.03 

17.1 ± OS 


0 TPM dry —milligrams total panicuUu matter 1*34 ncotin* and watar. 

0 Milligram* loiaJ alkaloid* r«hoort®d as nicotina. 

0 R—#bc«la#: NF—noMUUr M—manthol; HP—hard pack; SP*-*oti pack; mm—mllilmtler. 

0 A«*cicx w*»gM reported in gram*. 

0 ftan-jx ifsrj in bi/Tl length txcau** oi variance of overwrap. 

©Toieranca *ho«rf> «* twio* the standard deviation. 

•• the aenartrvrty cl the method. 


PM3001060797 


Source: https://www.industrydocuments.ucsf.edu/docs/lfkk0001 


BRAND 

TYPE 

TARfc 

(mg/cfg) 

NICOTINE© 

(mo/clg) 

CARBON 

MONOXIDE® 

(mcifclg) 

Merit 

king size, fitter, menthol 

e 

0.6 

10 

Golden Lights 

king si 2 e, fitter 

e 

0.7 

9 

Virginia Slims Lights 100's 

100 mm, filter, menthol, (hard pack) 

8 

0.6 

8 

Come! Lights 

king sl 2 e, filter 

8 

0.7 

10 

Decade 100’s 

100 mm, fitter 

8 

0.7 

6 

L & M Lights 100’s 

100 mm, filter 

8 

0.8 

6 

Merit 

king sl 2 e, filter 

8 

0.6 

11 

Northwind 

king sl 2 e, filter, menthol 

8 

0.6 

10 

Golden Lights 100's 

100 mm, filter, menthol 

8 

C.7 

8 

Salem Lights 

king si 2 e, filter, menthol 

8 

• J 0,6 

11 

L J M Lights 

king sl 2 e, filter 

9 

0.6 

7 

viceroy Rich Lights 

king sfee, filter 

9 

0.7 

10 

Raleigh Lights 

king si 2 e, filter 

9 

0.7 

10 

Vlrpinia Slims Lights 100’s 

100 mm, filter, (hard pack) 

9 

0.7 

9 

More Lights 100’s 

100 mm, filter, (hard pack) 

9 

0.7 

9 

Parliament Lights 

king size, fitter, (hard pack) 

9 

0.6 

9 

Golden Lights 

king size, filter, menthol 

9 

0.8 

9 

Lucky Ten 

king sl 2 e, filter 

9 

0.7 ■ 

11 

Vantage 100's 

100 mm, filter 

9 

0.7 

12 

Golden Lights 100’s 

100 mm, filter 

9 

0.8 

9 

Vantage 

king size, filter, menthol 

9 

0.6 

13 

Newport Lights 

king size, filter, menthol 

9 

0,7 

10 

Northwind 100's 

100 mm, filter, menthol 

9 

0.6 

11 

Pail Mail Light 100's 

100 mm, filter 

9 

0.8 

8 

Kool Lights 

king size, filter, menthol 

9 

0.7 

10 

Newport Lights 

king stee, filter, menthol, (hard pack) 

9 

0.7 

9 

Vantage 

king size, filter 

9 

0.7 

13 

Relair 

king size, filler, menthol 

9 

0.7 

ID 

Newport Lights lOO’s 

100 mm, filter, menthol 

9 

O.B 

10 

Kool Super Lights 100’s 

100 mm, filter, menthol 

9 

0.7 

12 

Merit 1-Oo's 

100 mm, filter, menthol 

9 

0.7 

1,1 

Belair 100‘s 

100 mm, filter, menthol 

9 

0,7 

11 

Parliament Lights 

king size, filter 

9 

0.7 

11 

Salem Lights 100's 

100 mm, filter, menthol 

10 

0.7 

12 

Old Gold Lights 

king size, filter 

10 

0.9 

10 

Viceroy Rich Lights 100’s 

100 mm, filter 

10 

0.8 

12 

Raleigh Lights 100’s 

100 mm, filter 

10 

0.8 

13 

Marlboro Lights 

king Size, filter, (hard pack) 

10 

0.7 

12 

Benson & Hedges Lights 100's 

100 mm, filter, menthol 

11 

O.B 

12 

Winston Lights 

king size, filter 

11 

O.B 

11 

Merit 100's 

100 mm, filter 

11 

0.7 

13 

Benson & Hedges Lights 100’s 

100 mm, filter 

11 

O.B 

13 

Benson 8. Hedges Lights lOO’s 

100 mm, lilter, menthol, (hard pack) 

11 

0.8 

12 

Marlboro Lights 100's 

100 mm, filter 

11 

0.8 

13 

Marlboro Lights 

king size, filter 

11 

0.8 

13 

Kool Lights 100's 

100 mm, filter, menthol 

11 

0.9 

11 

Multifilter 

king size, filter, menthol 

11 

0.8 

10 

Kool Miids 

king size, filter, menthol 

11 

0.8 

13 

Benson & Hedges Lights 100’S 

100 mm, filter, (hard pack) 

11 

0.8 

13 

Parliament Lights 100's 

100 mm, filter 

12 

0.9 

11 

Winslon Lights 100's 

100 mm, filter 

12 

0.6 

15 

Kool Miids 100's 

IDO mm, filter, menthol 

12 

0.9 

14 

Camel Lights 100’s 

100 mm, filter 

12 

0.8 

15 

Multifilter 

king size, filter 

12 

0.8 

12 

Kent 

king size, filter 

12 

0.9 

12 

Silva Thins 100's 

100 mm, filter 

12 

1.1 

10 

Siiva Thins 100’s 

100 mm, filter, menthol 

12 

1.1 

10 

Eve LlghtslDO's 

100 mm, filter, menthol 

13 

1.0 

13 

Eve LlflhtslOO's 

100 mm, filter 

13 

1.0 

13 

Kent 

king size, filter, (hard pack) 

13 

0.9 

13 

Pall Mall Light 100's 

.100 mm, filter, menthol 

13 

1.1 

13 

Newport Red 

king size, filter, (hard pack) 

13 

1.1 

14 

Newport Red 

king size, tiller 

13 

1.0 

15 

Eve Lights 120'S 

120 mm, filter, (hard pack) 

13 

1.1 

11 

Eve Lights 120’s 

120 mm, filter, menthol, (hard pack) 

14 

1.1 

11 

Lark Lights 

king size, filter 

14 

1.0 

13 
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o c 

BRAND 

-" '■ci''i^uiutr k ijrtHL; wrvpuh flIOTTVJ'ATLMbvjj CUN 1 cNT 

TWO HUNDRED-EIGHT (208) VARIETIES OF DOMESTIC CIGARETTES 
(shown In Increasing order of “tar” values) 

TAR® NICOTINE® 

. TTPE (mg/elg) ' (mg/cla) 

CARBON 

MONOXIDE® 

(mg/elg) 

Now 

king size, filter, (hard pack) 

<0.5 

0.1 

<0.5 

Carlton 

king size, filter, (hard pack) 

<0.5 

0.1 

<0.5 

Now ICO's 

100 mm, filler, (hard pack) 

<0.5 

<0.05 

<0.5 

Cambridge 

king size, filter, (hard pack) 

<0.5 

<0.05 

1 

Carlton 100's 

100 mm, filter, menthol, (hard pack) 

<0.5 

0.1 

<0.5 

Carlton 

king size, filter, menthol 

<0.5 

0.1 


Carlton 100's 

100 mm, filter, (hard pack) 

1 

0.1 


Barclay* 

king size, filter 

1 

0.1 


Cambridge 

king size, filter 

1 

0.1 


Tareyton Ultra Low Tar 

king size, filter, menthol 

1 

0.1 


Now 

king size, filter, menthol 

1 

0.1 

1 

Benson i, Hedges 

reg. size, filter, (hard pack) 

1 

0.1 

2 

Carlton 

king size, filter 

1 

0.1 

2 

Now 

king size, filter 

1 

0.1 

1 

Barclay* 

king size, filter, menthol 

1 

0.1 

*1 

Barclay* 

king size, filter, (hard pack) 

1 

0.2 


Koot Ultra*** 

king size, filter, menthol 

2 

0.2 

1 

Now 100’S 

100 mm, fliter, menthol 

2 

0,2 


Now 100's 

100 mm, filter 

2 

0.2 

2 

Triumph 

king size, filter 

2 

0.3 

2 

Kent III 

king size, filter 

2 

0.3 

2 

Iceberg 100 ’s 

100 mm, filter, menthol 

3 

0.3 

4 

Triumph 

king size, filter, menthol 

3 

0.4 

3 

Barclay TOO's’ 

100 mm, filter 

3 

0.3 

2 

Lucky 100’s 

100 mm, filter 

3 

0.3 

4 

Cambridge 100's 

100 mm, filter 

3 

0.3 

5 

Barclay 100's’ 

100 mm, filter, menthol 

3 

0.3 

3 j: 

Merit Ultra Lights 

king size, filter, menthol 

3 

0.3 

4 , 

Merit Ultra Lights 

king size, filter 

4 

0.3 

4 

Winston Ultra 

king size, filter 

4 

0.4 

4 

Triumph 100's 

100 mm, filter, menthol 

4 

0.5 

5 

Carlton 100's 

100 mm, filter, menthol 

4 

0.4 

5 

Doral 11 

king size, filter, menthol 

4 

0,4 

3 

Carlton 100 ’s 

100 mm, filter 

4 

0.4 

6 

Vantage Ultra Lights 

king size/filter 

4 

0.4 

5 

Kool Ultra 100’s*** 

100 mm, filter, menthol 

4 

0.4 

4 

Doral 11 

king size, filter 

4 

0.4 

4 

Vantage Ultra Lights 100’s 

100 mm, filter 

4 

0.4 

5 

Triumph 100’s 

100 mm, filter 

4 

0.5 

6 

Salem Ultra 

king size, fitter, menthol 

5 

0.4 

5 

Tareyton Lights 

king size, titter 

5 

0.4 

5. 

True 

king size, filter 

5 

0.4 

5 

Salem Ultra 100’s 

100 mm, filter, menthol 

5 

0.4 

6 

Kent III 100's 

100 mm, filter 

5 

0.5 

6 

True 

king size, filler, menthol 

S 

0.4 

5 

Winston Ultra 100’s 

100 mm, filter 

5 

0.4 

$ 

Decade 

king size, filter, menthol 

5 

0.4 

4 

Decade 

king size, filter 

5 

0.5 

5 

Carlton 120's 

120 mm, filter 

G 

0.6 

4 

Carlton 120’s 

120 mm, filter, menthol 

6 

0.6 

5 

Kool Super Lights 

king size, filter, menthol 

6 

0.5 

6 

Pali Mall Extra Ught 

king size, filter 

G 

0.6 

7 

True 100's 

100 mm, filter 

7 

0.6 

6 

Tareyton Long Lights 100's 

103 mm, fitter 

7 

0.6 

7 

True 100’s 

100 mm, filter, menthol 

7 

0.6 

9 

More Lights 100’s 

100 mm, filter, menthol, (hard pack) 

e 

0.6 

9 

Omni 100's 

100 mm, filter, menthol 

6 

0.7 

6 

Camel Lights 

king size, filter, (hard pack) 

B 

0.7 

8 

L & M Lights 100's 

100 mm, filter, menthol 

B 

0.B 

6 


{pTPM firy (t»rj—•mllllpnmi lot*I mitl«r l**s nlcolba and wator. 
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CARBON 


BRAND 

TYPE - 

TARd 

(mglclg) 

NICOTINE^ 

(mg/clg) 

MONOXIDE® 

(mg/clg) 

Alpine 

king size, filter, menthol 

14 

0.9 

14 

Kent 100's 

loo mm, filter 

14 

1.1 

13 

Kool Super Long 100's 

100 mm, filler, menthol 

14 

1.0 

16 

Winston 100 's 

100 mm, filter 

14 

1.0 

14 

L 6 M 

king size, filler, (hard pack) 

14 

1.0 

15 

Tareylon 

king size, filter 

14 

1.0 

16 

St. Moritz 100's 

100 mm, filter 

15 

1.1 

15 

Tareylon 100‘® 

100 mm, filter 

15 

1.1 

17 

Marlboro 

king size, filler, menthol 

15 

0.9 

14 

Salem 

king size, filter, menthol 

15 

1.0 

14 

St. Moritz 100's 

100 mm, filter, menthol 

15 

1.1 

15 

Lark Lights 100’s 

100 mm, filter 

15 

1.1 

14 

Kent 100’s 

100 mm, filler, menthol 

15 

1.2 

14 

Salem 100’s 

100 mm, filter, menthol 

15 

1.1 

14 

L & M 

king size, filler 

15 

1.0 

15 

Viceroy 

king size, filter 

15 

0.8 

17 

Chesterfield 

king size, filter 

15 

1.0 

15 

Saratoga 120’s 

120 mm, filter, (hard pack) 

15 

.1.0 

16 

Virginia Slims 100'S 

100 mm, filter 

15 

1.0 

14 

Marlboro 

king size, filler, menthol, (hard pack) 

15 

0.9 

14 

Winston 

king size, filter 

15 

1.0 

16 

Oasis 

king size, filter, menthol 

IS 

1.0 

15 

Chesterfield 100’s 

100 mm, filter 

15 

1.1 

17 

Viceroy Super Long 100's 

100 mm, filler 

15 

1.0 

18 

LLM 100’s 

100 mm, filter 

IS 

1.1 

16 

Montclair 

king size, filter, menthol 

15 

1.0 

16 

Virginia Slims 100’s 

100 mm, filter, menthol 

15 

1.0 

14 

Lark 

king size, filter 

15 

1.1 

14 

Long Johns 12Q's 

120 mm, filter, menthol 

15 

1.3 

16 

Camel 

king size, filter 

15 

1.0 

15 

Saratoga 120’s 

120 mm, filter, menthol, (hard pack) 

15 

1.0 

16 : 

Newport 

king size, filter, menthol, (hard pack) 

16 

1.1 

16 > 

Philip Morris International 100’s 

ICO mm, filter, menthol, (hard pack) 

16 

1.0 

16 

More 120’s 

120 mm, filter, menthol 

16 

1.2 

19 

Galaxy 

king size, filter 

16 

1.0 1 

16 

Raleigh 

king size, filter 

16 

1.0 

17 

DuMaurier 

• king size, filter, (hard pack) 

16 

1.0 

18 

Benson & Hedges 100's 

100 mm, filter, (hard pack) 

16 

1.1 

15 

Benson 4 Hedges 

king size, filter, (hard pack) 

16 

1.2 

13 

Lark 100's 

100 mm, filter 

16 

1 2 

15 

Kool 

kings size, filter, menthol, (hard pack) 

16 

1.1 

17 

Benson & Hedges 100's 

100 mm, filter, menthol, (hard pack) 

16 

1.1 

15 

Pall Mail 100’s 

100 mm, filter 

16 

1.2 

16 

Winston 

king size, filter, (hard pack) 

16 

1.0 

16 

Marlboro 

king size, filter, (hard pack) 

16 

1.1 

15 

Benson &. Hedges 100’s 

1 O0 mm, filter, menthol 

17 

1.1 

16 

Kool 

king size, filter, menthol 

17 

1.1 

15 

Tall 120’s 

120 mm, filter, menthol 

17 

1.3 

IB 

Raleigh 100’s 

100 mm, filter 

17 

1.0 

18 

Newport 

king size, filter, menthol 

17 

1.2 

17 

Benson 6 Hedges 100’s 

100 mm, filter 

17 

1.1 

16 

Marlboro 100's 

100 mm, filter 

17 

1.1 

16 

Marlboro 

king size, filter 

17 

1.1 

15 

Marlboro 100’s 

100 mm, filter, (hard pack) 

17 

1.1 

17 

Okf Gold Filter 

king size, filter 

17 

1.3 

IB 

More 120’s 

120 mm, filter 

17 

1.2 

21 

Philip Morris International 100’s 

100 mm, filter, (hard pack) 

18 

1.1 

16 

Halt 4 Half 

king size, filter 

IB 

1.4 

16 

Pall Mall 

king size, filter 

18 

1.2 

18 

Picayune 

reg. size, non-filter 

18 

1.2 

14 

Winston International 100's 

100 mm, filter, (hard pack) 

18 

1.3 

17 

Max 120's 

120 mm, filter, menthol 

18 

1.5 

17 

Kool 

reQ. size, non-fitter, menthol 

18 

1.0 

14 

Tall 128 ’e 

120 mm, filter 

19 

15 

IS 

Max 120’s 

120 mm, filter 

10 

1.5 

18 

Long Johns 120’s 

120 mm, filter 

19 

1.5 

19 
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TOTW 


BRAND 

TYPE 

TAR® 

(mg/clg) 

NICOTINE® 

(mg/clg) 

monoxide® 

(mp/cig) 

Old Gc.lt Filters 

100 mm, tiller 

20 

1,5 

19_.-=r^- 

Sc'm; iDO's 

100 mm, filter, menthol 

20 

1.1 

18 

Nejvpdrt 100'S 

100 fnm, filter, menthol 

20 

1.4 

20 

C*~.6 

reg. sl 2 e, non-filter 

2D 

1.3 

12 

Chesterfield 

reg. sire, non-Pher 

20 

1.3 

13 

Ph Up Morris 

reg. sire, non-filter 

22 

1.4 

12 

R2^ijn 

king size, non-filter 

23 

1.3 

17 

En-lisi Ovals 

reg. size, non-flifer, (hard pack) 

23 

1.7 

12 

Lucky Strike 

reg. size, non-filter 

24 

1-5 

16 

Chesterfield 

king size, non-filter 

24 

1.6 

14 

Pall Mall 

King size, non-'ilter 

24 

1.6 

16 

p Jayers 

reg, size, non-filter, (hard pack) 

25 

1.6 ■ 

14 

Old Geld Straight 

king size, non-tiller 

2 G 

1.6 

17 

Philip Morris Commander 

king size, non-filler 

26 

1.7 

15 

English Ovals 

king size, non-filter, (hard pack) 

27 

2.0 

13 

Hamert Tereylon 

king size, non-filter 

26 

1.8 

19 

Euli Durham 

king size, filter 

30 

2.0 

23 
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TAR®, NICOTINE.® AND CARBON MONOXIDE® CONTENT 
OF TWO HUNDRED-EIGHT (208)-VARIETIES OF DOMESTIC CIGARETTES 
(shown In Increasing order of nicotine values) 


CARBON 


BRAND 

TYPE 

TAR® 

(mg/clg) 

NICOTINE® 

(mg/clg) 

MONOXIDE® 

(mg/clg) 

Now 100's 

100 mm, filter, (hard pack) 

<0.5' 

<0.05 

<0.5 

Now 

king size, filler, (hard pack) 

<0.5 

<0.05 

<0.5 

Cambridge 

king size, filter, (hard pack) 

<0.5 

<0.05 

<0.5 

Carfton IDO's 

100 mm, filler, menthol, (hard pack) 

<0,5 

0.1 

<0.5 

Cartton 

king size, filter, (hard pack) 

<0.5 

on 

<0.5 

Cadton 

king size, filter, menthol 

<0.5 

0.1 

1 

Tareyton Ultra Low Tar 

king size, filter, menthol 

1 

0.1 

1 

Camon 100's 

100 mm, inter, (hard pack) 

1 

0.1 

1 

Cambridge 

king size, filter 

1 

0.1 

1 

Benson &. Hedges 

reg. size, filter, (hard pack) 

1 

0.1 

2 

Now 

king size, filter, menthol 

1 

0.1 

1 

Barclay* 

king size, filter, menthol 

1 

0.1 

1 

Barclay* 

king size, filter 

1 

0.1 

1 

Carlton 

king size, (liter 

1 

0.1 

2 

Now 

king size, filter 

1 

0.1 

1 

Koot Ultra"** 

king size, filter, menthol 

2 

0.2 

1 

Barclay* 

king size, filter, (hard pack) 

1 

0.2 

1 

Now 100's 

100 mm, filter, menthol 

2 

0.2 

1 

Now 100's 

100 mm, filter 

2 

0.2 

2 

iceberg 100’s 

100 mm, filter, menthol 

3 

0.3 

4 

Merit Ultra Lights 

king size, filter, menthol 

3 

0.3 

4 

Kent 111 

king size, filter 

2 

0.3 

2 

Barclay 100’s* 

100 mm, filter, menthol 

3 

0.3 

3 

Barclay 100’s* 

100 mm, filter 

3 

0.3 

2 

Luchy 100’s 

100 mm, filter 

3 

0,3 

4 

Triumph 

king size, filter 

2 

0.3 

2 1 

Merit Ultra Lights 

king size, filler 

4 

0.3 

4 ' 

Cambridge 100’s 

100 mm, filter 

3 

0.3 

5 

Triumph 

king size, filter, menthol 

3 

0,4 

3 

Winston Ultra 

king size, filler 

4 

0.4 

4 

Dora! II 

king size, filter, menthol 

4 

0.4 

3 

Cartton 100’s 

100 mm, filter, menthol 

4 

0.4 

5 

Kool Ultra 100’s* •* 

100 mm, filter, menthol 

4 

0.4 

4 

Tareyton Lights 

king size, filter 

5 

0.4 

5 

Dora) II 

king size, filter 

4 

0.4 

4 

Vantage Ultra Lights 

king size, filter 

4 

0.4 

5 

Carlton 100’s 

100 mm, filter 

4 ' 

0.4 

6 

True 

king size, filter 

5 

0.4 

5 

Salem Ultra 

king size, filter, menthol 

5 

0.4 

5 

Salem Ultra 100‘s 

100 mm, filter, menthol 

5 

0.4 

6 

True 

king size, filter, menthol 

5 

0.4 

5 

Winston Ultra 100’s 

100 mm, filter 

5 

0.4 

6 

Decade 

king size, filter, menthol 

5 

0.4 

4 

Vantage Ultra Lights 100’s 

100 mm, filter 

4 

0.4 

5 

Triumph 100’s 

100 mm, filter, menthol 

4 

0.5 

5 

Decade 

king size, filler 

5 

0.5 

5 

Kent III 100’s 

100 mm, filter 

5 

0.5 

6 

Triumph 100’s 

100 mm, filter 

4 

0.5 

6 

Kool Super Lights 

king size, filter, menthol 

6 

0.5 

6 

Cartton 120’s 

120 mm, filter 

6 

0.6 

4 

Northwind 

king size, filter, menthol 

8 

0.6 

10 

Carlton 120’s 

120 mm, filter, menthol 

6 

0.6 

5 

Merit 

king size, filter, menthol 

8 

0.6 

10 

Merit 

king size, filter 

8 

0.6 

11 

Pall Mall Extra Light 

king size, filler 

6 

0.6 

7 

Virginia Slims Lights 100’s 

100 mm, filter, menthol, (hard pack) 

8 

0.6 

8 


(TJTPW dfy (T*r)— m UN gram* lotxi p&rttcutat* mittar feu nicotin* «r>d watar. 

<D Ulllpnms total aUuk>)d« rvpoflvd i» nteohna. 
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BRAND 

TYPE 

-1 A/Xiv; - 

(mg/clg) 

-MLUI'JRE® 

(mg/clg) 

MONOXIDE© 

(mg/clg) 

Irve lDO's 

100 mm, filter 

7 

0.6 

8 

North wind 100's 

100 mm, filter, menthol 

9 

O.G 

11 

More Lights 100'S 

100 mm, filter, menthol, (hard pack) 

B 

0.6 

S 

True 100 's 

100 mm, filter, menthol 

7 

o.e 

9 

Vantage 

king size, filter, menthol 

9 

o.e 

13 

Parliament Lights 

king size, filter, (hard pack) 

9 

o.e 

9 

Salem Lights 

king size, filter, menthol 

8 

0.6 

11 

Tareyton Long Lights 100's 

100 mm, filter 

7 

0.6 

7 

Virginia Slims Lights 100’s 

100 mm, filter, (hard pack) 

9 

0.7 

9 

Vantage IDO’s 

100 mm, filter 

9 

0.7 

12 

Kool Super Lights 100’s 

100 mm, filter, menthol 

9 

0.7 

12 

Kool Lights 

king size, filter, menthol 

9 

0-7 . 

10 

Camef Lights 

king size, filter 

B 

0.7 

10 

Camel Lights 

king size, filter, (hard pack) 

8 

0.7 

6 

Merit 100’S 

100 mm, filter, menthol 

9 

0.7 

11 

More Lights 100's 

100 mm, filter, (hard pack) 

9 

0.7 

9 

Parliament Lights 

king size, filter 

9 

0.7 

11 

Raleigh Lights 

king size, filler 

9 

0.7 

10 

Viceroy Rich Lights 

king size, filter 

9 

0.7 

10 

Belair 100's 

100 mm, filter, menthol 

9 

0.7 

11 

Lucky Ten 

king size, filter 

9 

0.7 

11 

Vantage 

king size, filter 

9 

0.7 

13 

Golden Lights 

king size, filter 

B 

0.7 

9 

Omni 100's 

100 mm, filter, menthol 

8 

0.7 

6 

Marlboro Lights 

king size, filter, (hard pack) 

10 

0.7 

12 

Belair 

king size, filter, menthol 

9 

0.7 

10 

Newport Lights 

king size, filter, menthol 

9 

0.7 

10 

Merit 100’s 

100 mm, filter 

11 

0.7 

13 

Newport Lights 

king size, filter, menthol, (hard pack] 

9 

0.7 

9 

Salem Lights 100’s 

100 mm, filter, menthol 

10 

0.7 

12 

Decade 100’S 

100 mm. filter 

8 

0.7 

6 

Golden Lights 100’s 

100 mm, filter, menthol 

B 

0.7 

. 8 

L & M Lights 100's 

100 mm, filter, menthol 

8 

0.8 

6 

Golden Lights 

king size, filter, menthol 

9 

0.8 

9 ! 

Benson & Hedges Lights 100's 

100 mm, filter, menthol 

11 

0.8 • 

12 

Viceroy Rich Lights 100's 

100 mm, filter 

10 

0,8 

12 

Multifllt.er 

king size, fitter, menthol 

11 

0.8 

10 

Marlboro Lights 

king size, filter 

11 

0.8 

13 

Raleigh Lights 100’s 

100 mm, filter 

10 

0.8 

13 

Pall Mall Light 100’s 

100 mm, filter 

9 

0.8 

8 

Golden Lights 100’s 

100 mm, filter 

9 

0.8 

9 

L & M Lights 

king size, filter 

9 

0.8 

7 

Benson S. Hedges Lights 100’s 

100 mm, filter 

11 

0.8 

13 

Wtnslon Lights 

king size, filter 

11 

0.8 

11 

Benson & Hedges Lights 100's 

100 mm, filter, (hard pack) 

11 

0.8 

13 

Benson & Hedges Lights 100's 

100 mm. filter, menthol, (hard pack) 

11 

08 

12 

Newport Lights 100's 

100 mm, filter, menthol 

9 

0.8 

10 

L & M Lichts 100's 

100 mm, filter 

8 

0.6 

6 

Kool Mlids 

king size, filter, menthol 

11 

0.8 

13 

Marlboro Lights 100's 

100 mm, filter 

11 

0.8 

13 

Multifilter 

king size, filter 

12 

0.8 

12 

Winston Lights 100's 

100 mm, filter 

12 

0.8 

15 

Camel Lights 100’s 

100 mm, filter 

12 

0.8 

15 

Old Gold Lights 

king size, filter 

10 

0.9 

10 

Kool Lights 100's 

100 mm, filter, menthol 

11 

0.9 

11 

Alpine 

king size, filter, menthol 

14 

0.9 

14 

Kool Mllds 100’s 

100 mm, filter, menthol 

12 

0.9 

14 

Marlboro 

king size, filter, menthol 

15 

09 

14 

Parliament Lights 100's 

100 mm, filter 

12 

0.9 

11 

Marlboro 

king size, filter, menthol, (hard pack} 

15 

0.9 

14 

Viceroy 

king size, filter 

15 

0.9 

17 

Kent 

king size, filter, (hard pack) 

13 

0.9 

13 

Kent 

king size, filter 

12 

0.9 

12 

L&M 

king size, filler, (hard pack) 

14 

1.0 

15 

Kool Super Long 100'S 

IDO mm, filter, menthol 

14 

1.0 

16 

Raleigh 

king size, filter 

16 

1.0 

17 


(j) ah r**uft» b*iow 0J5 mp. fl.05 mg. nacotin* and 0-5 rnjj. carbon monoxide reported *■* <0.5, < 6.05, end <0-5. respectively. 


PM3001060803 


Source: https://www.industrydocuments.ucsf.edu/docs/lfkk0001 




BRAND 

TYPE 

TAR® 

(mg/cla) 

NICOTINE® 

(mg/cig) 

CARBON 

MONOXIDE® 

(mglclg) 

Eve Lig-'-ts 100’s ' 

100 mm, (liter 

13 

1.0 

13 

Eve Lights 100’s 

100 mm, tiller, menthol 

13 

1.0 

13 

Winston 100's 

100 mm, filter 

14 

1.0 

14 

Philip Morris Internationa! 100's 

100 mm, filter, menthol, (hard pack) 

16 

1.0 

16 

Oasis 

king size, fitter, menthol 

15 

1.0 

15 

Montclair 

king size, filler, menthol 

15 

1.0 

16 

Galaxy 

king size, filter 

16 

1.0 

16 

Tareyton 

king size, filter 

14 

1.0 

16 

Winston 

king size, filter 

15 

1.0 

16 

Lark Lights 

king size, filter 

14 

' 1.0 

13 

Viceroy Super Longs 100’s 

100 mm, filter 

15 

1.0 

16 

Salem 

king size, filter, menthol 

15 

1.0 

14 

Virginia Slims 100‘s 

100 mm, filter, menthol 

15 

1.0 

14 

Virginia Slims 100's 

100 mm, filter 

15 

1.0 

14 

Winston 

king size, finer, (hard pack) 

16 

1.0 

16 

DuMaurier 

king size, filter, (hard pack) 

16 

1.0 

16 

UM 

king size, filter 

15 

1.0 

15 

Camel 

king size, filter 

15 

1.0 - 

15 

Saratoga 120’s 

120 mm, filter, (hard pack) 

15 

1.0 

16 

Koo! 

reg. size, non-filter, menthol 

18 

1.0 

14 

Saratoga 120'S 

120 mm, filter, menthol, (hard pack) 

15 

1.0 

16 

Chesterfield 

king size, filter 

15 

1.0 

15 

Newport Red 

king size, filter 

13 

1.0 

15 

Raleigh 100's 

100 mm, filter 

17 

1.0 

16 

Benson S. Hedges 100's 

100 mm, filler, menthol, (hard pack) 

16 

1.1 

15 

Fall Mall Light 100's 

100 mm, filter, menthol 

13 

1.1 

13 

Newport Red 

king size, filter, (hard pack) 

13 

1.1 

14 

Benson £. Hedges 100’s 

100 mm, filter, (hard pack) 

16 

1.1 

15 

Marltoro 

king size, filter, (hard pack) 

16 

1.1 

15 

Chesterfield 100 

100 mm, filter 

15 

1.1 

17 

Marlboro 

king size, filter 

17 

1.1 

IS 

Kent 100‘s 

100 mm, filter 

14 

1.1 

13 

Tareyton 100's 

100 mm, filter 

15 

1.1 

17 

Si;va Thins 100’s 

100 mm, filler 

12 

1.1 

10 

L i M 100‘s 

100 mm, filter 

15 

1.1 

16 

Eve Lights 120’s 

120 mm, filler, (hard pack) 

13 

1.1 

11 

Silva Thins 100’s 

100 mm, filler, menthol 

12 

1.1 

10 

$L Moritz 100's 

100 mm, filter 

15 

1.1 

15 

Spring 100’s 

100 mm, filler, menthol 

20 

1.1 

18 

Kool 

king size, filter, menthol, (hard pack) 

16 

1-1 

17 

Newport 

king size, filter, menthol, (hard pack) 

16 

1.1 

16 

Eve Lights 120‘s 

120 mm, filter, menthol, (hard pack) 

14 

1.1 

11 

Marlboro 100’s 

100 mm, filter 

17 

1.1 

16 

Marlboro 100‘s 

100 mm, filter, (hard pack) 

17 

1.1 

17 

Lartr Lights 100's 

100 mm,.filter 

15 

1.1 

14 

Kc-oi 

king size, filler, menthol 

17 

1.1 

15 

Philip Morris international 100’s 

100 mm, filter, (hard pack) 

IS 

1.1 

16 

Benson &. Hedges 100’S 

100 mm, filter, menthol 

17 

1.1 

16 

Benson & Hedges 100’s 

100 mm, filter 

17 

1.1 

16 

Lark 

king size, filter 

15 

1.1 

14 

Salem 100’s 

100 mm, filter, menthol 

15 

1.1 

14 

SL Moritz 100’s 

100 mm, filter, menthol 

15 

1.1 

15 

Picayune 

reg. size, non-filter 

18 

1.2 

14 

Pali Mall 

king size, filter 

18 

1.2 

18 

Benson &. Hedges 

king size, filter, (hard pack) 

16 

1.2 

13 

Lark 100’s 

100 mm, filter 

16 

1 2 . 

15 

Newport 

king size, filter, menthol 

17 

1.2 

17 

Kent 100’s 

100 mm, filter, menthol 

15 

1.2 

14 

More 120’s 

120 mm, filler 

17 

1.2 

21 

More 120’s 

120 mm, filter, menthol 

16 

1.2 

ie 

Pall Mall 100’s 

100 mm, filter 

16 

1 2 

16 

Old Gold Filter 

king size, filler 

17 

1.3 

18 

Raleigh 

king size, non-filter 

23 

1.3 

17 

Camel 

reg. size, non-filter 

20 

1.3 

12 

Long Johns 120’s 

120 mm, filter, menthol 

15 

1.3 

16 

Chesterfield 

reg. size, non-fllter 

20 

1.3 

13 


Alt rwmvftx balow ©.$ mg. 0.05 mg. rticoUn* and 0J5 mg. c*ftoon moftOxM* i«porl*d M <0i, <0.05, »nd <0.6, f«>p*ct)vt)y. 


PM3001060804 


Source: https://www.industrydocuments.ucsf.edu/docs/lfkk0001 




BRAND 

TYPE 

TAR® 

(mgfelg) 

NICOTINE® 

(mg/cls) 

cAhbUN 

MONOXIDE® 

(mg/clg) 

\r»\fcTn&\lonat "tOO's 

lOO mm, tiller, (hard pack) 

* 

16 

1.3 

17 

Tall 120's 

120 mm, filter, menthol 

17 

1.3 

18 

Philip Morris 

res. size, non-filter 

22 

1.4 

12 

Half i.Half 

king size, filler 

18 

1.4 

16 

Newport 100's 

100 mm, fitter, menthol 

20 

1.4 

20 

Lucky Strike 

reg. size, non-f iller 

24 

1.5 

16 

Max 120 's 

120 mm, filter, menthol 

18 

1.5 

17 

Old Gold Filter 100’s 

100 mm, filter 

20 

1.5 

19 

Max 120's 

120 mm. filter 

19 

1.5 

18 

Tall 120’s 

120 mm, filter 

IB 

1.5 

19 

Long Johns 120'S 

120 mm, filter 

IB 

1.5 

19 

Pall Mall 

king size, non-filter 

24 

1.6 J 

16 

Chesterfield 

king size, non-filter 

24 

1.6 

14 

Old Gold Straights 

king size, non-filter 

26 

1.6 

17 

English Ovals 

reg. size, non-lllter, (hard pack) 

23 

1.7 

12 

Philip Morcls Commander 

king size, non-filter 

26 

1.7 

15 

Herbert Tareyton 

king size, non-filter 

28 

1.8 

19 

Players 

reg. size, non-filter, (hard pack) 

26 

1.8 

14 

Bull Durham 

king size, fitter 

30 

2,0 

23 

English Ovals 

king size, non-filter, (hard pack) 

27 

2.0 

13 



<J> Al rssuti* Ukw rr>g. *-ur,** OJA mfi. nbotlm *r>d 0-5 me. C*rt>of> monoxide r«port*d mi < 05. <0,05. fcnd <0-5, T*»p*ctlv*fy. 


PM3001060805 


Source: https://www.industrydocuments.ucsf.edu/docs/lfkk0001 



BRAND 

i 

TYPE 


TAR® 

(mjfctg) 

NICOTINE® 

(mn/clg) 

CARBON 

MONOXIDE® 

(mg/clg) 

Virginia Slims Lights 100's 

100 mm, filler, menthol, (hard pack) 


e 

0.6 

8 

Pall Wall Ugh: 100’s 

100 mm, filter 


g 

0.8 

8 

Golden Lights 100’s 

100 mm, filter, menthol 


8 

0.7 

8 

True 100’s 

100 mm, filler 


7 

0.6 

6 

Golden Lights 

king size, filter 


e 

0.7 

9 

True 100’s 

100 mm. filter, menthol 

_ 

7 

0.6 

9 

Virginia Slims Lights 100's 

100 mm, inter, (hard pack) 


S 

0.7 

9 

Golden Lights 100’s 

100 mm, filter 


9 

0.8 

9 

More Lights 100’s 

100 mm, filter, (hard pack) 


9 

0.7 

9 

More Lights 100's 

100 mm, filter, menthol, (hard pack) 


8 

0.6 

9 

Golden Lights 

king size, filter, menthol 


9 

0.8 

9 

Parliament Lights 

king size, filter, (hard pack) 


9 

0.6 

9 

Newport Lights 

king size, filter, menthol, (hard paek) 


9 

0.7 

e 

Newport Lights 100's 

IDO mm, filler, menthol 


9 

0 .B 

10 

Newport Lights 

king size, filler, menthol 


9 

0.7 

10 

Belalr 

king size, fitter, menthol 


9 

0.7 

10 

Raleigh Lights 

king size, filter 


9 

0.7 

10 

Merit 

king size, filter, menthol 


e 

0.6 

• 10 

Northwind 

king size, filter, menthol 


6 

0,6 

10 

Multifilter 

king size, filter, menthol 


n 

0.8 

10 

Silva Thins 100’s 

100 mm, filter, menthol 


12 

1.1 

10 

Old Gold Lights 

king size, filter 


10 

0.9 

10 

Carr.Pi Lights 

king'size, filter 


8 

0.7 

10 

Silva Thins 100's 

100 mm, filter 


12 

1.1 

10 

Viceroy Rich Lights 

king size, filter 


9 

0.7 

10 

Kool Lights 

king size, filler, menthol 


9 

0.7 

10 

Salem Lights 

king size, filler, menthol 


8 

0.6 

ii 

Lucky Ten 

' king size, filter 


9 

0.7 

ii 

Northwind 100’s 

100 mm, filter, menthol 


9 

0.6 

ii . 

Merit 

king size, filter 


8 

0.6 

ii . 

Parliament Lights 

king size, filter 


9 

0.7 

ii 

Eve Lights 120's 

120 mm, filter, menthol, (hard pack) 


14 

1.1 

ii 

Eve Lights 12Q’S 

120 mm, filter, (hard pack) 


13 

1.1 

ii 

Koof Lights 100's 

100 mm, filler, menthol 


11 

0.9 

■ii 

Parliament Lights 100's 

100 mm, filter 


12 

0.9 

ii 

Winston Lights 

king size, filter 


11 

0.8 

ii 

Merit 100's 

100 mm, lifter, menthol 


9 

0.7 

ii 

Belalr 100’s 

100 mm, filler, menthol 


9 

0.7 

ii 

Salem Lights 100's 

100 mm, filter, menthol 


10 

0.7 

12 

Marlboro Lights 

King size, filter, (hard pack) 


10 , 

0.7 

12 

Muttffilter 

king size, filter 


12 

0.8 

12 

KdoI Super Lights 100's 

100 mm, filter, menthol 


9 

0.7 

12 

Benson A Hedges Lights 100’s 

100 mm, filter, menthol 


11 

0.8 

12 

English Ovals 

reg. size, non-filter, (hard pack) 


23 

1.7 

12 

Benson A Hedges Lights 100's 

100 mm, filler, menthol, (hard pack) 


11 

0.8 

12 

Camel 

reg. size, non-filier 


20 

1.3 

12 

Vantage 100's 

100 mm, filter 


9 

0.7 

12 

Kent 

king size, filter 


12 

0.9 

12 

Philip Morris 

reg. size, non-filler 


22 

1.4 

12 

Viceroy Rich Lights 100's 

100 mm, filter 


10 

0.8 

12 

Chesterfield 

reg. size, non-filter 


20 

1.3 

13 

Marlboro Lights 

king size, filter 


11 

0.8 

13 

Pall Mall Light 100’s 

100 mm, filter, menthol 


13 

1.1 

13 

Kent 

king size, filter, (hard pack) 


13 

0.9 

13 

Merit 100’s 

100 mm, filter 


11 

0.7 

13 

Raleigh Lights 100’s 

100 mm, filter’ 


10 

0.8 

13 

Marlboro Lights 100’s 

100 mm, filter 


11 

0.6 

13 

Kool Milds 

king size, flltsr, menthol 


11 

0.8 

13 

Benson A Hedges Lights 100's 

100 mm, fitter, (hard pack) 


11 

0.8 

13 

Eve Lights 100’s 

100 mm, filter, menthol 


13 

1.0 

13 

Vantage 

king size, filter 


9 

0.7 

13 

Vantage 

king size, filter, menthol 


9 

0.6 

13 

Benson A Hedges Lights 100's 

100 mm, filter 


11 

0.8 

13 

Lark Lights 

king size, filter 


14 

1-0 

13 

Benson A Hodges 

king size, filter 


16 

1.2 

13 

Kent 100’s 

100 mm, filter 


14 

1.1 

13 


(J> AV r»»tjrt* tm k>w 0-5 ^D- “Jw.' W>$ mg. nicolHi* And 03 mp. carbon monoxld* r*oort*<5 «» <0A» <0.05. Ahtf « O.B. tatpicllvtly. 


PM3001060806 


Source: https://www.industrydocuments.ucsf.edu/docs/lfkk0001 


. . ... .. ---m — ITC7TTCrXTTTC^XT77TTE!1T[ 

OF TWO HUNDRED-EIGHT (20E) VARIETIES OF DOMESTIC CIGARETTES 
(shown In Increasing order of carbon monoxide values) 


BRAND 

TYPE 


TAR® 

(mgfclg) 

NICOTINE® 

(mgfclg) 

CARBON 

MONOXIDE® 

(mg/clg) 

Canton 

king size, tiller, (hard pack) 


<0.5 

<0.05 

<0.5 

Nov. 

king size, fitter, (hard pack) 


<0.5 

0.1 

<0.5 

Now IK'S 

100 mm, filter, (hard pack) 


<0.5 

<0.05 

<0.5 

Cambric ge 

king size, filler, (hard pack) 


<0.5 

<0.05 

<0.5 

Carlton 100’s 

100 mm, filter, menthol, (hard pack) 


<0.5 

0.1 

<0.5 

Barclay’ 

king size, filter 


1 

0.1 

1 

Carlton 100’s 

100 mm, filter, (hard pack) 


1 

'o.i 

1 

Tareylor. Ultra Low Tar 

king size, filter, menthol 

* 

1 

0.1 

1 

Carlton 

king size, filter, menthol 


<0.5 

0.1 

1 

Now 

king size, filter, menthol 


1 

0.1 

1 

Cambric! ge 

king size, filter 


1 

0.1 

1 

Barclay* 

king size, filter, (hard pack) 


1 

0.2 

1 

Barclay* 

king size, filter, menthol 


1 

0.1 

1 

Kool Ultra*** 

king size, filter, menthol 


2 

0.2 

1 

Now 100’s 

100 mm, filler, menthol 


2 

0,2 - 

1 

Now 

king size, filter 


1 

0.1 

1 

Benson S. Hedges 

reg. size, filler, (hard pack) 


1 

0.1 

2 

Carlton 

king size, filter 


1 

0.1 

2 

Now 100’s 

100 mm, filter 


2 

0.2 

2 

Kent III 

king size, filter 


2 

0.3 

2 

Barclay 100’s* 

100 mm, filler 


3 

0.3 

2 

Triumph 

king size, filter 


2 

0.3 

2 

Barclay 100’s* 

100 mm, filter, menthol 

' 

3 

0.3 

3 

Triumph 

king size, filter, menthol 


3 

0.4 

3 

Doral II 

king size, fitter, menthol 


4 

0.4 

3 

(cetera 100’s 

100 mm, filter, menthol 


3 

0.3 

4 

Kool Uttrs 100’s*** 

100 mm, filter, menthol 


4 

0.4 

4, 

Merit Ultra Lights 

king size, filter, menthol 


3 

0.3 

4 > 

Doral II 

king size, filter 


4 

0.4 

4 

Merit Ultra Lights 

king size, filter 


4 

0,3 

4 

Winston Ultra 

king size, fitter 


4 

0.4 

4 

Decade 

king size, filler, menthol 


5 

0.4 

4 

Carlton 120’5 

120 mm, filter 


6 

0.6 

4 

Lucky 100’s 

100 mm, filter 


3 

0.3 

4 

Carlton 120’s 

120 mm, filter, menthol 


6 

0.6 

5 

Tareytrm Lights 

king size, fitter 


5 

0.4 

5 

True 

king size, filter 


5 

0.4 

5 

Decade 

king size, filler 


6 . 

0.5 

5 

Salem Ultra 

king size, filter, menthol 


5 

0.4 

6 

Vantage Ultra Lights 

king size, filter 


4 

0.4 

5 

Cambridge 103’s 

100 mm, filter 


3 

0.3 

5 

True 

king size, tiller, menthol 


5 

0.4 

5 

Triumph IOC’s 

100 mm, filler, menthol 


4 

0.5 

5 

Carlton 100’s 

100 mm, filler, menthol 


4 

0.4 

5 

Vantage Ultra Lights 100’s 

100 mm, filter 


4 

0.4 

5 

L & M Lights 100’s 

100 mm, filter, menthol 


6 

0.8 

6 

Carlton 100’s 

100 mm, fitter 


4 

0.4 

6 

Triumph ICWs 

100 mm, filter 


4 

0.5 

6 

Decade 100’s 

100 mm, filter 


6 

0.7 

6 

L & M Lights 100’s 

100 mm, filter 


8 

0.8 

6 

Salem Ultra 100’S 

100 mm, filter, menthol 


5 

0.4 

6 

Kent 111 100‘s 

100 mm, filter 


5 

0.5 

6 

Kool Super Lights 

king size, filter, menthol 


6 

0.5 

6 

Omni 100’s 

100 mm, filter, menthol 


B 

0.7 

6 

Winston Ultra 100’s 

100 mm, filter 


5 

0.4 

6 

Pall Mall Extra Light 

king size, filter 


6 

0.6 

7 

L 4 M Lights 

king size, filler 


» 

0.8 

7 

Tareyton Long Lights 100’s 

100 mm, filter 


7 

0.6 

7 

Camel Lights 

king size, filter, (hard pack) 


8 

0.7 

8 


® TP* cry (lar)—mil>iprams tots! paniculate matter less nicotine and water. 

® Ull^r»ms total auctions reponefl as nicotin*. 

0 AD rpfcjlta below 0.5 mg. *'Ur,“ 0.05 mg. nicotine and 0-S mg. ctzbon monoxide reported as <0.5. <0.05, and <0,5, respectively. 

“ See in text concerning Barclay. 

*'* S*« staternerrt in text concerning Kcol Ultra. 


PM3001060807 


Source: https://www.industrydocuments.ucsf.edu/docs/lfkk0001 




r ■ BRAND 

TYPE 


TAR® 

(mgtelg) 

NICOTINE® 

(mg/clg) 

MONOXIDE® 

(mg/clg) 

English Ovals 

king size, non.filter, (hard pack) 


27 

2.0 

13 

Eve Lights 100‘s 

100 mm, filter 


13 

1.0 

13 

Kent 100‘S 

100 mm, filter, menthol 


15 

1.2 

14 

Salem 100‘s 

100 mm, filter, menthol 


15 

1.1 

14 

Alpine 

king size, filter, menthol 


VI 

0.9 

14 

Salem 

king size, filter, menthol 


15 

1.0 

14 

Kool 

reg. size, non-filter, menthol 


IB 

1.0 

14 

Kool Mllds 100’s 

100 mm, filter, menthol 


12 

0.9 

14 

Virginia Slims 100‘s 

100 mm, filter, menthol 

- 

15 

1.0 

14 

Picayune 

reg. size, non-filter 


16 

1.2 

14 

Lark Lights 100’s 

100 mm, filter 


15 

1.1 

14 

Newport Red 

king size, ffiler, {hard pack) 


13 

1.1 

14 

Lark 

king size, filter 


15 

1.1 

14 

Virginia Slims 100's 

100 mm, filter 


15 

1.0 

14 

Marlboro 

king size, filter, menthol 


15 

0.9 

14 

Marlboro 

king size, filter, menthol, (hard pack) 


15 

0.9 

14 

Chesterfield 

king size, non-fitter 


24 

1.6 

14 

Players 

reg. size, non-filter, (hard pack) 


25 

* 1.8 

14 

Winston 100’s 

100 mm, filter 


14 

’ 1.0 

14 

SI. Moritz 100’S 

100 mm, filter 


15 

‘ 1.1 

15 

St. Moritz 100's 

100 mm, filter, menthol 


15 

1.1 

15 

L & M 

king size, filter, (hard pack) 


14 

1.0 

15 

Camel Lights 100's 

100 mm, fitter 


12 

0.8 

15 

Marlboro 

king size, filter, (hard pack) 


16 

1.1 

IS 

V/inston Lights 100's 

100 rnm, filter 


12 

0.8 

15 

Oasis 

king size, filter, menthol 


15 

1.0 

15 

Philip Morris Commander 

king size, non-filter 


26 

1.7 

15 

Newport Red 

king size, filter 


13 

1.0 

15 

Cheslertield 

king size, filter 


15 

1.0 

15 

Camel 

.king size, filter 


15 

1.0 

15 

Marlboro 

king size, fitter 


17 

1.1 

15 

Benson & Hedges 100‘s 

100 mm, filter, menthol, (hard pack) 


16 

1.1 

15 * 

Lark 100'S 

100 mm, filter 


16 

1.2 

15 ' 

Kool 

king Size, filter, menthol 


17 

1.1 

15 

LuM 

king size, filter 


15 

1.0 

15 

Benson £. Hedges 100's 

100 mm, filter, (hard pack) 


16 

1.1 

15 

Montclair 

king size, filter, menthol 


15 

1.0 

16 

Saratoga 120’s 

120 mm, filter, menthol, (hard pack) 


15 

1.0 

16 

Saratoga 120’s 

120 mm, filter, (hard pack) 


15 

1.0 

16 

Winston 

King size, filter, (hard pack) 


16 

1.0 

16 

Tareyton 

king size, filter 


14 

1.0 

16 

Philip Morris International 100’s 

100 mm, filter, (hard pack) 


18 

1.1 

16 

Galaxy 

king size, filter 


16 • 

1.0 

16 

Kool Super Longs 100’s 

100 mm, filter, menthoi 


14 

1.0 

16 

Philip Morris International 100’s 

100 mm, filter, menthol, (hard pack) 


16 

1.0 

16 

Benson 4. Hedges 100‘s 

10 D mm, filter, menthol 


17 

1.1 

16 

Benson & Hedges IDO'S 

100 mm, filter 


17 

1.1 

16 

Lucky Strike 

reg. size, non-filter 


24 

1.5 

16 

Winston 

king size, filler 


15 

1.0 

16 

Long Johns 12Q’s 

120 mm, filter, menthol 


15 

1.3 

16 

Newport 

king size, filter, menthol, (hard pack) 


16 

1.1 

16 

Marlboro 100’s 

100 mm, fitter 


17 

1.1 

16 

°all Mall 100’s 

100 mm, filter 


16 

1 2 

16 

Pal! Mall 

king size, non-filter 


24 

1.6 

16 

L & M 100’s • 

100 mm, filter 


15 

' 1.1 

16 

Half 4 Half ■ 

king Size, filler 


18 

1.4 

16 

Chesterfield 100 

100 mm, filter 


15 

1.1 

17 

Old Gold Straight 

king size, non-filter 


26 

1.6 

17 

Max 12Q's 

120 mm, filter, menthol 


16 

1.5 

17 

Tareyton 100’s 

100 mm, filter 


15 

1.1 

17 

Marlboro 100’s 

100 mm, filter, (hard pack) 


17 

1.1 

17 

Koo! 

king size, filter, menthol, (hard pack) 


16 

1.1 

17 

Raleigh 

king size, non-filter 


23 

1.3 

17 

Viceroy 

king size, filter 


15 

0.9 

17 

Winston International 100'S 

100 mm, filter, (hard pack) 


18 

. 1.3 

17 

Raleigh 

king size, filter 


16 

1.0 

17 


0 AH b*iow 05 mg. “tar," 0.05 mg. nicollna *nd 05 mg. carbon moftoxkJ* r«pon*<3 *1 <*05. <0.05. «r»0 <0.5. r*»p«cth'«ty. 


PM3001060808 


Source: https://www.industrydocuments.ucsf.edu/docs/lfkk0001 



BRAND 

» _ TYPE 

TAR® 

(mgfelg) 

NICOTINE® 

(mg/clg) 

CARBON 

MONOXIDE 

(mg/clg) 

Newport 

king size, filter, menthol 

17 

1.2 

17 

Tall 120'S 

120 mm, filter, menthol 

17 

1.3 

16 

DuMaurler 

king size, filter, (hard pack} 

16 

1.0 

IB 

Viceroy Super Longs 100's 

100 mm, filter 

15 

1.0 

18 

Max 120's 

120 mm, filter 

19 

1.5 

IB 

Spring 100's 

100 mm, tiller, menthol 

20 

1.1 

18 

Raleigh 100's 

100 mm, filter 

17 

1.0 

18 

Pe'i Mall 

king size, fitter 

18 

1.2 

18 

Old Gold Filter 

king size, filter 

17 

1.3 

18 

Herbert Tareyton 

king size, non-tllter 

28 

1.8 

19 

Long Johns 120's 

120 mm, filter 

19 

1.5 

19 

More 120’s 

120 mm, filter, menthol 

16 

1.2 

19 

Old Gold Filter 100’s 

100 mm, filter 

20 

1.5 

19 

Tall 120's 

120 mm, filter 

19 

1,5 

19 

Newport 100’s 

100 mm, filter, menthol 

20 

1,4 

20 

More 120 ’s 

120 mm, filter 

17 

1.2 

21 

Bull Durham 

king size, filter 

30 

2.0 

23 


g) All results b*Jo* 0.5 mg. “U/ t " D.OS mg. nlco»n» and C.5 mg- carbon mononkJ* i«porl*d at <0.5. < 0.05, <0J, ratpecUvaly. 


PM3001060809 


Source: https://www.industrydocuments.ucsf.edu/docs/lfkk0001 


